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intervals to enable those afoot to escape being run down by
passing trains. Upon completion, the structure was sub-
jected to severe tests spread over a period of two months,
and these proving satisfactory, the structure was accepted
by the railway authorities. The mammoth steel traveller
weighing 100 tons, and which had played such an im-
portant part in the rapid erection of the viaduct, was
demolished and sold for scrap.
By the provision of this viaduct at the selected height
the track is led to a natural ledge on the opposite cliff-face.
While the viaduct was under construction the railhead was
pushed forward, the material for the grade being trans-
ported across the valley by the overhead cable. By the
time trains were able to cross the structure, the end of steel
had reached a point some 35 miles beyond.
Although the viaduct is not so lofty as other structures
of its class in other parts of the world, yet it occupies a
position of distinct importance. Moreover, it constitutes
one of the finest expressions of this class of American work
that has ever been fulfilled.